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[Abstract:] At 5 O’clock the Government Building of the Worlds Fair was closed. 

Exhibit of The Mint of the United States at Philadelphia, 

Superintendent’s Office, 

Chicago, 

October 30, 1893 

Col. O.C. Bosbyshell 
Supt. U.S. Mint Philada. 

Dear Sir 

This evening at 5 O’clock the Gov’t. Building at the Worlds Fair was closed as an 
exhibition Building. 

Tomorrow morning we will begin to pack the cabinet coins and will deliver them to the 
United States Express Co. on the 1st day of November. 

The preparations of the rest of the exhibit will begin at once and proceed as rapidly as 
possible. There is but one thing that I see that can delay us and that is waiting for packing cases 
which are loaded on cars and cannot reach us until the tracks are laid to the buildings but 
everything that can be done will be done to push matters with as little delay as possible. 

Very Respectfully, 

N.S. Beekley 



